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Manufacture and Quality Control of Interconnecting Wire Harnesses 


A four-volume series of documents has been prepared 
as a standard reference for the manufacture, installation, 
and quality control of wire harnesses. Volume I covers 
harnesses enclosed in fluorocarbon elastomer, harnesses 
enclosed in TFE convolute tubing lined with Fiberglas 
braid, harnesses enclosed in convolute tubing, and 
harnesses that are enclosed in convolute tubing and are 
partially open-bundle (not enclosed). 

Harnesses discussed in Volume II are the open-bundle 
type; in Volume III, harnesses enclosed in TFE heat- 
shrink tubing and in flexible armor are discussed; and 
Volume IV discusses flat conductor cables. 

Each volume may be used separately and covers wire 
and cable preparation as well as harness fabrication and 
installation. Manufacturing flow diagrams depict several 
alternate procedures from materials acquisition to final 
systems compatibility tests. The parts, materials, tools, 


and components used in harness manufacture are identi- 
fied and discussed. Each volume contains similarly 
organized information on every phase of harness wiring 
and includes many helpful illustrations. This series 
should be a useful addition to the libraries of manu- 
facturers of electrical and electronics equipment. 
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